SPECIFICATION CONTROL DRAWING 


PURCHASE MATERIAL: 3M, SAFETY-WALK, 610, BLACK 
OR: 3M, SAFETY-WALK, 620, CLEAR 


(MEETS REQUIREMENTS OF MIL-PRF-24667 
INSTALLED WEIGHT 2.4 OUNCES PER SO FT ) 


PART NUMBER: M-GT |-WW.WW|X|LL.LL|-B| WHERE WW.WW = WIDTH 
LL.LL 
= LENGTH 
B 
= COLOR BLACK 


OR: M-GT |-WW.WW|X|LL.LL|-C| WHERE WW.WW = WIDTH 
LL.LL 
= LENGTH 
C 
= COLOR CLEAR 


EXAMPLE: CLEAR TAPE, 2.00 WIDE X feoo"!LONG = M-GT-02.00X6.00-C 
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